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Abstract: Pikas (Whistle rabbit) are old-fashioned rabbits which had survived the Age 
of Ice, and have characteristic short rounded ears. We have reared pikas since 1985 and 
reported their higher metabolic rate, higher body temperature and pyrogenic response (in- 
travenous lipopolysaccharide pyrogen) previously. In the present experiment pika’s heat 
loss ability was examined and discussed from the view point of thermoregulation. During 
heat exposure (30C, 33, and 40€, 60%rh), thermal panting was observed in rabbits, 
however, no increase in respiratory rate was observed in pikas. Noteworthily two pikas 
rapidly increased the rectal temperature at heat exposure (40°C, 60%rh) and then finally 
died after 90min, of which rectal temperature was 44.0°C and 43.17, respectively. 
Laboratory albino rabbits survived this experiment. Though the radiation from ear sur- 
face is the main heat loss mechanism for rabbits, the ear surface area ratio to body sur- 
face area in pikas was small compared to rabbits. It was 7% in pikas and 17% in rab- 
bits. These results revealed the poor heat loss ability in pikas constituted by smallness of 


ear surface area and lack of thermal panting. 
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Pikas (Ochotona rufescens rufescens) are old-fashioned rabbits, which had survived the 
Age of Ice. They have short rounded ears and weigh less than 300g. Members in the 
genus Ochotona inhabit above timber line or in cold zone and in high mountain ridges such 
as Himalaya, Alaska, Manchuria, Rocky Mountains and Ural Mountains (Goodwin, 1968). 

At the standpoint of temperature regulation, the oxygen consumption of pika is 
greater than that of cold-acclimated rat. Rectal temperature of pika is higher than that of 
such small animal of equal body weight and that of laboratory rabbit (Kosaka et al., 1985). 
The lipopolysaccharide (LPS) pyrogen intravenously administrated in pika evoked a 
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* All Pikas were reared at the Animal Research Center for Infectious Tropical Diseases, The 
Institute of Tropical Medicine, Nagasaki University. 
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Fig. 1. Comparison of the changes in respiratory rate (mean+SD) due to general heating 
between rabbits and pikas. Relative humidity: constant at 60%. 
RR: Respiratory rate, Ta: Ambient temperature 


monophasic fever which was accompanied by piloerection and shivering during the rising 
phase of fever curve (Kosaka eż al., 1987). In addition, pika had the pyrogenic response to 
intravenous recombinant human interleukin-la (rhIL-la) (unpublished data). 

Although the heat radiation from ear skin surface is one of the major heat loss 
mechanism for rabbits, the ratio of ear surface area to body surface area in pikas is 
markedly small compared to laboratory rabbits. It was 7% in pikas and 17% in rabbits (un- 
published data). Another major heat loss mechanism is panting phenomenon in rabbits. In 
this investigation respiratory heat loss ability of pikas was examined. 

The pikas which have been reared at the Animal Research Center for Infectious 
Tropical Diseases, The Institute of Tropical Medicine, Nagasaki University since 1985 
were obtained from Central Institute for Experimental Animals (Matsuzaki et al., 1979). 
Originally they were collected from Afganistan by Puget in 1969 (Puget, 1973 a, b), and 
have been reared individually at 22°C in accordance with Puget’s method. _ 

Significant increase in respiratory rate due to the elevated ambient temperature 
(30C, 33 €C) at a constant relative humidity of 60% was observed in the laboratory rabbits 
(p<0.001), while there was hardly any increase in the pikas even at 33° (Fig. 1). On the 
contrary there was a slight decrease in respiratary rate (p<0.01). In addition, the pikas 
seemed to be exhausted in high ambient temperature. It is believed that the pikas are ex- 
posed to larger amount of heat than the rabbits because the body surface area ratio to 
body weight in pikas is large compared to that in rabbits, however, thermal panting was 
not observed in the pikas during general heating. 

Furthermore, at 35°C ambient temperature, similar results in respiratory rates were 
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Fig. 2 The changes in rectal temperature and respiratory rate of two pikas and two rabbits due 
to intense general heating. Relative humidity: constant at 60%. t represents death. 
=- RR: Respiratory rate, Tre: Rectal temperature, Ta: Ambient temperature 


obtained to those observed at 30°C and 33°C with a little increase in rectal temperature in 
the pikas (Fig. 2). When they were exposed to 40 ambient temperature, the rabbits did 
not seem to be exhausted with the increase of respiratory rate. In contrast the pikas lay 
down on the mesh wire cage floor with their limbs stretched and sometimes they jumped 
to the cage wall as if they were confused in a rage. Noteworthily, during heat exposure at 
40°C and 60%rh, the rapid increase in rectal temperature of the pikas was observed, then 
finally one pika died after 60min with its rectal temperature at 44.0°C and the other died 
after 15T —60min following to 40°C —90min with its rectal temperature at 43.1°C. The rab- 
bits survived this experiment. It is undetermined whether the heat loss mechanism in 
pikas is the same as in laboratory rabbits or not, however, pikas belong to the same order 
Lagomorpha as laboratory rabbits. Grooming behavior was also observed in the pikas in 
this experiment. | 

From these results poor effective heat loss ability in pikas is most probable due to 
smallness of the ears as the heat radiator and lack of thermal panting. Looking from 
another angle, the excellent heat conservation ability that pikas possessed is considered to 
be favorable for survival in the cold environment such as the glacial epoch. 

Pikas are attractive laboratory animals for the research not only of temperature 
regulation but also of thermal adaptation. In addition, we have an impression that pikas 
have fairly high sensitivity to drugs especially anesthetics. As the data in the physiological 
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studies on pikas are still sparse further studies are expected to clarify the peculiar thermo- 
physiological characteristics of pikas. 
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